


CATALOGUE 
PHOTOGRAPHIC APPARATUS 


“AND 


CHEMICAL PREPARATIONS, 


MANUFACTURED AND SOLD BY 


HORNE, THORNTHWAITE, AND WOOD, 
Opticians, &e., | ! 
121 & 123, NEWGATE STREET, LONDON. 





Messrs. HoRNE, THORNTHWAITE, and Woop beg to state that by far the greater 
number of the articles enumerated in the following List are manufactured by their 
own workmen on the premises, and consequently under their own immediate superin- 
tendenee, and will be found of the best construction, and at prices extremely 
moderate for first-class instruments; they have also much pleasure in informing 
their friends and the public, that they have had awarded to them the Great 


Exhibition 
PRIZE MEDAL 


: 
> yo — 


oS 


Se, Decew 





FOR PHOTOGRAPHIC APPARATUS. | 


Every Explanation and Instruction, both as to the Theory and Manipulation of the 
various Photographic Processes, will be given gratuitously to Purchasers of Appa- 
ratus and others desiring information, either by letter or personally, at their 
Establishment, No. 121, Newgate Street, where they, have erected a glass room 


expressly for Photographic Experiments. 
WHOLESALE AND RETAIL. 


Orders from Abroad, which should be accompanied by an Order for Payment in 
London, executed with care and despatch. 
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CATALOGUR OF 


ESTIMATES FOR , 
SETS OF PHOTOGRAPHIC APPARATUS. 





1.—Complete Set of Apparatus for the Calotype Process, for 
taking pictures or views, on paper five inches square, including a 
sliding camera, mounted, with meniscus lens and sliding adjust- 
ment (Fig. 1), focusing glass, and single frame for the sensitive 
paper; shallow porcelain dish for* preparing the sensitive paper, 
and fixing the picture ; two camel’s-hair brushes; one quire pho- 
tographic paper; one quire blotting paper ; pressure frame for 
producing positive pictures; oil lamp, with yellow glass shade ; 
scales, with a set of weights; glass measure, stirring rod, stop- 
pered bottles, and a supply of all the necessary chemicals: the 
whole packed in a coloured deal case, with lock, key, and handles, 
£3 13s 6d. and £4 10s, : 

2.—For obtaining Calotype Views, 7 inches by 6 inches, consisting 
of a portable folding camera (Fig. 6), mounted with achromatic 
lens, in brass front, focusing glass, double frame for holding two 
pieces of prepared paper, a Buckle’s brush, one quire of photographic 
paper, one quire of bibulous paper, oil lamp and shade, scales 
and weights, two glass measures, glass rod, glass funnel, reversing 
frame for positive pictures, porcelain dish for preparing and fixing 
the picture, and a full supply of chemicals in stoppered glass bottles : 
the whole packed ,in a coloured deal case adapted for ‘travelling, 
£7 lis 6d., and £10 10s. 


. 3.—The foregoing Apparatus adapted for both Glass and Paper 


Processes, with an extra back fitted to camera for glass plates, 
box to hold 1 dozen glass plates, levelling stand with adjusting 
screws, gutta percha dipping-trough, and glass holder, extra por- 
celain dish, portable tripod stand for camera, and all the necessary 
chemicals for both the glass and paper processes, including prepared 
collodion, pyro-gallic acid, &c. &c., £10 10s. and £13 13s. 


. 4.—The above Apparatus of the best construction, complete for 


taking both views and portraits on glass and paper, with an improved 
double achromatic lens, forming a short focus lens for portraits, 
and a long focus for views, adjusting front to camera for altering 
the relative amount of foreground and sky; the whole packed in 
two cases; one of leather in the form of a knapsack to hold the 
folding camera, double back, and lens (Fig. 7), the other of coloured 
deal, containing the remainder of the apparatus, chemicals, &c., £21. 
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No. 5,—A Portable Apparatus complete, of the best description and 
manufacture, for taking calotype views, 9 inches by 7 inches, with 
best single achromatic lens, all the necessary chemicals and materials : 
the whole packed in two cases for travelling ; one in leather, con- 
taining the camera, lens, and backs for holding the prepared paper 
represented ,in Fig. 7, and the other of coloured deal, for holding 
the remainder of the apparatus and chemicals, £17 17s, 

No. 6.—Ditto ditto, adapted for taking both views and portraits on glass 
and paper, from 9 inches by 7 inches and downwards, with best com- 
pound achromatic lens, portable folding camera stand, and a full 
supply of all the necessary chemicals and materials: packed in two 
cases, one leather and the other wood, as before described, £25 ; 
or with largest size compound lens, glasses, dipping trough, &c, £35. 


N.B. The assortments, Nos. 4, 5, and 6, can be confidently recom- 
mended to tourists and others, especially for use abroad, the whole being 
constructed to resist the effect of climate, and in the most complete and 
portable manner, They contain not only the necessary apparatus and 
chemicals for conducting the various processes, but also others which 
conduce much to the facility of manipulation. 


SETS OF DAGUERREOTYPE APPARATUS, 


The silvered plates on which the pictures are obtained are not in- 


cluded in the following prices. The quantity of each size required must 
be ordered separately. 


No. 7.—Complete Set of Daguerreotype Apparatus, for obtaining pictures 
on plates up to 44 inches by 34 inches, including a sliding camera 
(Fig. 5), with single achromatic lens mounted in brass; rack and 
pinion adjustment ; three dark frames; focusing glass in frame ; 
iodine and bromine pans, with glass covers and frames; three plate 
boxes ; plate holder; two polishing buffs; mercury box with ther- 
mometer ; washing tray, and stand of best porcelain ; spirit lamp ; 
pliers ; gilding stand on foot, with adjusting screws; glass funnel 
and filtering paper, with the necessary chemicals and polishing sub- 
stances: the whole packed in two neat coloured cases, with lock, 
key, and handles, £6 683; of best construction, £10 10s.; if 


with improved bromine apparatus and double achromatic lens, 








4 , CATALOGUE OF 





No. 8—Set of Daguerreotype Apparatus, for obtaining portraits, &c., 
on plates up to 64 inches by 43 inches, with best double achromatic 
lens of short focus; adjusting camera and dark frames ; improved 

- bromine and iodine apparatus ; set of polishing buffs ; plate boxes ; 
polishing blocks ; camera stand ; head rest; mercury box ; washing 
tray ; gilding stand ; spirit lamp; pliers; boxes of polishing ma- 
terials ; glass funnel, filtering paper, and all the necessary chemicals 
and polishing materials: the whole packed in two coloured cases, 
with lock, key, and handles, £25. 

No. 9.—Ditto ditto, for taking daguerreotype sctaite up to 84 inches, 
by 64 inches, complete with all the best apparatus, and a full supply 
of chemicals ; packed in two cases, £42. : Rime A 

No. 10.—Estimate ‘for a complete Daguerreotype Apparatus, suitable for 
the professional photographist, consisting of a large-sized camera 
and compound lens for large views, portraits, and groups; small 
size camera, with large aperture and short focus combination of 
lenses, for taking portraits up to 4 inches by 3 inches in dull weather ; 
polishing lathe, with series of circular buffs ; three hand buffs ; set 
of metal plate holders and supports ; heating stand; large bromine t 
and iodine apparatus and set of frames ; set of plate boxes to hold 
two dozen each ; table stand for camera on rollers ; adjusting chair, 

with head rest; adjusting head rest, with heavy iron foot for full- 
length portraits, &c.; large mercury box for the different sized 
plates ; lantern, with yellow glass shade; metal still and worm tub 
for obtaining distilled water ; a large and small gilding stand ; stone- 
ware barrel and cock for holding distilled water ; porcelain dishes ; 
filtering stand; funnels and filtering paper ; spirit lamps; set of 
daguerreotype colours and brushes, and flexible India-rubber bottle ; 
glass measures; two painted back grounds, &c., &c., with a full 
supply of all the necessary chemicals, polishing materials, &c., com- 
plete, £110. 

No. 11.—Sets of Apparatus complete for general photographic experi- 
ments, including all the instruments, Apparatus, and chemicals 
necessary to produce pictures by the best processes, on paper, glass, 
and metal plates: the whole packed in two neat cases, for pictures, 
6 inches by 5 inches, 7 in. by 6 Patel fo BY 7.i0s £25, £30, 
and £60, | | 
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PHOTOGRAPHIC APPARATUS, 


PHOTOGRAPHIC CAMERAS, 





Fig. 1. 


Fig. 1.—Camera of ordinary construction shown in section at Fig. 1, 
with a sliding brass front, and meniscus lens (A)—for pictures 5 in. 
square a ‘ ame iis Byres 

Ditto for pictures ee 9 in, by 7 ; in. ie fale she 210 0 





Fig. 2. 


Fig. 2,—Cundell’s Camera, with meniscus lens, for obtaining pictures 
on paper, 7 in. by 6 in,, as described by him in the “ Philosophical 
Magazine.” aa ry: be .. £33 Oand£4 4 0 





Fig. 3.—Camera with Achromatic Lens, mounted in brass, and rack-work 
adjustment, fitted for either glass, plates, or paper. £2 2 0 and £3 3 0 
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Fig. 4. 


Fig. 4.—Camera adapted for the daguerreotype and glass. processes, 
fitted with a best Compound: Achromatic Lens for pictures, 33 in. 
by 22 in, Be Bas Qa Gd, eae. Os ONG | Se 


Ditto ditto for pictures, 4 in. by 3 in. down- © 

wards ... ia cgi i sis £5 15s, 6d. and 7 7 O 
Britto MO. for pictures, 5 in. by 4 in. down- 

wards Dal sae £8 8s. Od. and 1010 © 
Ditto ditto for ieee, 64 in. by 43 in. down- 


wards ... oo ‘ie aoe £10 1208-0d. and 12 12 0 





Fig. 5. = 
Fig. 5.—Improved expanding Camera, adapted for taking both views 
and portraits, with long or short focus lens, fitted complete with 
ground: focusing glass, and dark frames adapted for the daguerreotype, 
calotype, and glass processes, and best Compound Achromatic Lens, 
arranged for taking portraits up to the size of 4 in. by 3 in., and 


views, 6 in. by 5 in. sss - ees £6 16 6 
Ditto ditto arranged for ‘petite up to the size 

of 63 in. by 43 in., and views 7in. by Gin... yee 12 0 0 
Ditto - ditto arranged for portraits up to the size 


of 83 in. by 64 in., and views 9 in. Ae eee ve 20 0 0 

If the foregoing cameras are fitted with Horne and Co.’s improved 
adjusting backs, for bringing objects that are at different distances to 
a focus, and representing them in correct perspective, the price will be £1 
extra. 
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Fig. 6. Fig. 7. 


Fig. 6,—Horne and Co.’s Improved Folding Portable Cameras, for 


Fig. 


tourists, travellers, and others, requiring a most effective instrument 
for taking views, portraits, &c., combined with the smallest possible 
bulk and weight. This form of camera is adapted for either paper 
or glass processes, and is furnished with a best double combination 
of achromatic lenses for views and portraits, with adjustment for 
regulating the proportion of foreground and sky, Horne and Co.’s 
double back for holding two sheets of prepared paper, in the space 
usually required for one, frame for holding the prepared glass plates, 
and finely ground focusing glass :— 

For views 6 in. by 5 in., and portraits upto 4in. by3in, £8.18 6 


Dittoce ss vfaananti sa ditto, A, cogiidogin. ERS 
Ditto, 955 99-059 ditto, 65 5 5, 1414 0 
Ditto, 9 isi 1.2 _. ditto, 845, o>. 64, 2k20 0 


For views on paper only, with a single meniscus 
achromatic lens, mounted in brass front, for pictures 
6 in. by 5 in. 


sie $i% ii of 1A Ei 'D 
Ditto, 7 in. by.6 in. a4 ss ud 3.dtlb) MSG 0 
Ditto, for pictures 9 in. by 7 in. ... ij a 7 0 


Larger sizes to baltic 
qs —Teéithee Cases in the form of knapsacks, for holding the 
camera, lens, &¢:, as represented. at Fig..7, from £1 10s. to £3. 


. CATALOGUE OF 


TRAVERSING CAMERA. 


For panoramic views, about 3 in. by 10 in. ... we £10 10 0 
- This instrument is so constructed that a view of considerable 
extent can be taken by a lens of moderate diameter and focal 
length. The plate upon which the view is to be taken is fixed 
on a curved board at the back of the camera, and the lens has a 
horizontal movement by rack-work, so that the whole length of the 
plate can be consecutively brought under its influence, waiting a 
longer or shorter period at each point where the object may be less or 
more illuminated, 





CAMERA STANDS, 





Fig. 9. Fig. 10. Fig. 11. 


Fig. 8.—Tripod Staff, folding into a round stick, with 
brass mountings,. ball and . socket joint, clamp..screws, 
and plate for camera, suitable for cameras of small 


size. a ag Be £1 5s. to £2 10 0 
Fig. 9.—Common Tripod Stand and aiitieing tableat top ... 1 1° 0 
Ditto, ditto, without adjusting table ... 016 0 

Fig. 10.—Portable. Folding Tripod Stand, with ball and 
. socket joint and table for.camera.. + 2.5 0 


Fig. 11.—Double Tripod. Stand. This fier: of seal will 
be found very convenient for use, and, from its con- 
struction, remarkably firm and portable, and suitable 
for any sized camera _ ... sob £1 5s.,£1 10s.,and 1 15 
Ditto, ditto, shutting into three round sticks - 2 2 @O 
Ditto, ditto, with jointed legs, capable of being 
packed in an ordinary portmanteau... itn o 2 5 @ 
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COMPOUND ACHROMATIC LENSES. 





Fig. 12.  ONNae aa 


Horne and Co.’s Improved Compound Achromatic Lenses, mounted 
in brass fronts, with a delicate rackwork adjustment, and brass ring 
for adaptation to the camera, and capable of being adapted for views as 
well as portraits, 

Fig. 12.—Shows a section of one of these lenses as arranged for portraits, 
when required to be employed as a long focus lens for views the back 
lens A is removed, the. sliding tube C holding the lens B is reversed 
with respect to the camera as shown at Fig. 13, having, previously to 
sliding in the tube, placed in the required size of stop at the posi- 
tion D. 

No. 1. For Pictures, 83 in. by 63 in. ~ woe ay 

. Ditto, ditto, arranged for views and portraits fig.... 16 16 


0 

No. 2 0 

No. 3. Ditto, ditto, 64 in. by 4% in. i ality os Same 77. 0 
No. 4. Ditto, ditto, arranged for views and portraits fig... 8 8 O- 

No. 5. Ditto, ditto,4 in. by 3 in. ++ Ay ii 414 6 

No. 6. Ditto, ditto, arranged for views and portraits fig.... 5.5.0 

6 


Ditto, ditto, 34 in. by 22 in. os ae cca 3 13 

Messrs. H., T., and W. have much pleasure in recommending the above 
combinations, as producing a remarkably sharp and brilliant picture, very 
free from aberration, and in the shortest space of time. 


Single Achromatic Lenses, unmounted, from 6s, to £5 5s. 





Fig, 14. 
Parallel Mirrors, mounted in brass frame, to attach to the 
front of the camera, for taking pictures in a correct 
position for } plate lenses. _... pis rei Ws ht 10 0 
Ditto 3 plate ditto we O RD Oe De 
Prisms for ditto, ditto, of yarious sizes (Fig. 14.) from _ inc 3 Gee @ 
Plano-convex, Crossed, Meniscus, and every other description of Lens 
required in Photographic Experiments, : 
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Fig. 15. Fig. 16. 
Simplest form for attaching to the back of a 
chair, (Fig. 15.) ... vad £0 5 Oand £0 7 
Improved Universal Rest, for ditto. (Fig. 16.) 1 1 °0 1 10 
Universal Rest, mounted on heavy foot, with — 
sliding adjusting tube for steadying the head, 
when the person is either standing or te, 
without the aid of a chair... (Fig. 17.) 


: DAGUERREOTYFE PLATES. 


ENGLISH MAN UFACTURE. 





* Sits 443 Third quality. | Second quality: . Best. 
24 in. by 2 in. ...£0 0 0 ...£0 11 0 -..) £0 12 0 per doz. 
23 in. by 33 in. |... 018° O81 e 26 1 .cpiogeis ¢ 
a2 in, bys IWS BORO OU Beep 1 8 0 = 
44 in. by 3hin. ... 0 0,0 ... 0 0 0 1 1948S 
6 inby 4 in. 3° 2 °320 3. 0 O80 S25 =e 
63 in, by 432 in 3 0°07 Seed ie aes “ 
84 in. by 63 in. § 0°0 ... AP @ 6 7h 6 >; 
FRENCH MANUFACTURE, Pi 
. No. 40. No. 30. Electro-plated. 
2hin. by 2 in. .. £0 5/0 «3.40 5 6 ...40 66 4, 
iH _ 23 in. by 3F¥'in.” 2 0 6 0 0 8 0 DOF mee 
a 4 in.by3 in... O10 0 ... O11 6 G12 6.5 
4h in. by 3} in. ... 011 0 ,,. 012 0 0: 18; ota iegs 
: '5 in. by 4,.in. ... 017.0. 019 0 PEP Mio «yy 
i 6} in. by 4$ing yen 1 OA THO 1 96S 
4) 8hin. by 64in, 3. 2 3 6 2 8 0 212 6 i 





6 
0 

















(2h in. by 2 in. eb es aee lh ni ete eae en 
34 in. by 23 in. ; | 0 4 6 
4 in. by 3-in. 05 0 
4} in. by 3} in., dha Bin. bop A 05 6 
6 in. by 5 in.,, and 64 in. by 42 in 0 6 6 
8 in. by 63 in. RAT. GEER OTe Core Wises oO 
Ditto, ditto, with lift top ‘ee vid .. from 3s.to 0 6 0 
Ditto, ditto, in deal ids see any. «from: 28.:toe. Dov 46 


eee eee eee 
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GLASS PLATES, 
Of the best patent Pa with ground edges. 





34 in. by 23 in. sai iN seu, titans (LO VL Oper dozen, 
4 in. by 3 in, ees 02 0 ” 
5 .in. by 4 in, 0 2 6 ” 
6 in. by 5 in. 0 3 6 ) 
84 in. by 64 in. QB iO, py 
PLATE BOXES, 
Fig. 18, ce 


Plate Boxes, in mahogany or walnut wood, each to contain 12 silvered or 
six glass plates of the following sizes :— 


POLISHING APPARATUS, &c. 


Lathe, complete with collar, mandrill, iron wheel and treddle, — 
wood frame and bed, mounted with two circular velvet 
buffs, 9 in. diameter, and two plateholders, for sixth or 


quarter plates, from... § 5 0 
Metal Frames for holding plates whilst polishing in the lathions 

For sixth size plates is. 0 5:0 

O Qs.0 


For larger size plates _... ink feo 6s. Od. fs 
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Polishing Block, for holding the 
plates when aN by hand. — . 
ig. 19.) an nee ml ae 





Ditto, French pattern, from _—... Pp 0 2 6 
Plate Holder or Clamp, for holding We sage wee ash 

cleaning and buffing. . This instrument is constructed of 

iron, and will be found of great convenience, especially for 

French plates : 


lamp ce ee mar ae go ae cr 
Iron Blocks : be" 
For plates 2? in. by 3} in. ve ve si 1 Da 
For plates 4 in. by 3 in. Hinde 0 2 6 


For plates 63 in. by 4% in. ‘be ae soi egg 





Fig. 20. 


Buffs to work with the hand, covered with velyet or washed 
leather, (Fig. 20.) : 


Small size ee ee 
Full size : ager pions ust O83 Se 
Set of six buffs in case for polishing a wis wk ‘10 0 and 2. 2 0 


IODIZING AND BROMINE PANS AND BOXES. 





Fig. 23... Be “Fig. 22. | 
Pans of hard glazed porcelain, for containing iodine or Ly 
accelerating mixtures, with ground plate glass cover, for 


any size plates up to 4 in. by 3.in. (Fig. 21.) oh - (£0-- 28 
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Ditto, ditto, in mahogany ‘or walnut ase, with three frames 
for holding the various sized plates ...  .., nie ahs 
Ditto, ditto, with levelling screws, &c. (Fig. 22.) ve SE ES ME 
Shallow glass pans, or trays, in white or dark colonia 
glass of various sizes, for the bromine solutions or chloride 


oS 
— 
bo 
i) 


of iodine, from i 0; 3,0 
Mahogany or walnut wbas hadion for biaddi inten over 

ditto, from spa sae (ve eee each 0 
Graduated glass syringes, for dosing the boats (Fig. 23.) 

from . aw aes pe pay ida @ a | 


Iodizing or roentiie troughs, with set of ‘iii consisting 
| of deep glass pan, enclosed in mahogany case, air tight 
glass cover, mirror, &e., for plates 4 in. by 3 in. down- 
wards .. A woe a BD 4a aud 


110 0 

| Ditto for lites 6 in. by bt in, dowihbadels, ea. £1 10s.and 2 2 0 
| Ditto ditto, 8$in.by 64in, ditto . ea. £3. 10s.and 4 4 0 
Ditto ditto, French pattern, without mirrors, from 1 1 0 


IMPROVED IODIZING AND BROMINE APPARATUS. 


Fig. 24. 


Consisting of two stout glass pans, enclosed in mahogany or 
walnut wood case, with spring bottoms and air-tight glass 
covers. ‘Two mirrors are placed on one side, for viewing 
the plate while being prepared, and on the other two aper- 
tures for the admission of light. The great advantage of 
this form. of apparatus for preparing plates consists in 
the facility and certainty with which the sensitive coatings 
are applied ,— 

No. 1.—For plates from 84 in. by. 6} in. downwards ... Ray 

No. 2.—For plates from 6 in. by 5 in. downwards, £3 10s.to 4 

No. 3.—For plates from 4 in. by.3 in. dannveardés | 2 
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cl 





Fig, 25. 
Mercury Boxes for small sized Cameras, with iron or porce- 30g 
lain cistern, shifting legs, frame for plates, &c. 15s. and £1 | 
Ditto ditto, best. construction, with cast. iron cistern, — 


sliding front and legs, glass window for viewing the de- 


velopment of the picture, and three frames for plates 
£1 4s,, £1 10s, and 2 2 0 


Improved mercury box, with sliding metal frame and rod, 


with one set of frames ... vine te 2 2 0 

Ditto, with two ditto ds Pps ‘diss a) Bey 

Ditto, with three ditto... ss 4 + 

Mercurial thermometers for boxes re ae wai one 

MISCELLANEOUS APPARATUS. 

_ Earthenware ue tray and stand... 0 3 6 

Ditto, small size .. : ae x a a OO - fae 

i Washing trays in one ‘oa wi from ott 6 6 Meee 
iz Glass spirit lamps KE me ove 30's 25.5385 48., ‘and 0. 5. © 
ia Ditto graduated measures ..., Is. 6d., 28,, 28. 6d.,and 0 3 6 
‘P Ditto mortars and pestles, from ... _... “es a each Bee 
; _ Ditto stirring rods iseis eS. BAU Roneok»iaksy olive 
: @ Ditto funnels isn) easels edhacwuss 10F mativioies: To er eee 
f Brass spirit lamps, from ... ot re %. wi aes 
One quart filterer, with brass cock complete aS -- 0 10 06 
is Half-gallon stone barrel with brass cock... ... i «tO. ieee 
4 Instrument to count seconds, with alarum bbe be -— 3.0 6 
| Ditto ditto, without alarum 405 pee tee ee 








eee 
i EEE EO OOOO 


PHOTOGRAPAIC APPARATUS. 





Still, with refrigerator for the distillation of water, with the 
common fire :—. : 


One-gallon size, -.., “+ oe. tin £1 1s, 6d. copper £2 2 


Two-gallon size, ....  ... ditto £17. 6d. ditto 210 


Steel pliers for holding plates over spirit lamp, and drying off 0 2 
Brass wire forceps for preparing albumenized glass plates ... 0 2 
Lanterns with yellow glass shade, from ... owl pa $5 Ok 
Electro-silvering Apparatus, with Smee’s battery and glass cells. 

for plates, from 7 fue, ak nee Ves 18s.to 1 10 


Levelling stand for preparing glass plates - 
and setting daguerreotype plates with 
solution of gold, and three levelling 
screws, (Fig, 27.) ... 8s 6d, and 0 10 
Ditto of plainer construction _,.. ses 
Ditto, ditto without levelling screws ... 0 5 





i) 
~ 


Fig. 27. 
Glass tripod stands for ditto 


one ef & 


mp) 
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Gutta Percha dipping troughs, for preparing glass’ plates, 
(Fig. 28.) | 








£. 
For plates 4 in. by 3 in. 19 
5 in, by 4 in. re A as + 9 
6 in. by 5 in. iid Ws Be eee 
7 in. by 6 in. ed is ive noc@ 
84 in. by 63 in. aii) eae 0 
Glass dippers, to use with the above, 1s. each. 
<A TOT 
. ~ Fig. 29. 
Flat shallow porcelain pans for washing and preparing calotype 
paper, &c. : 
7 in. by 5in. inside measurement... ay oe ee 
9 in. by 8 in. ditto ditto. 0 
10 in. by 9 in. ditto ditto 0 
12 in, by 10 in. ditto — ditto : 0 
Gutta percha dishes for ditto, set of three bs wa @ 
Scales and weights, common... = $25 3s. 6d. to 0 
Ditto ditto, best make, with glass pans. ... l4s, to 1 





| Fig. 30. , | 
Pressure frames and glass for obtaining positive photographs, 
and for ordinary photogenic purposes. (Fig. 30.) 5s. 6d. to 1 
Ditto of best construction, for viewing the development of the 
picture without disturbing the paper, from... we eee 
Ditto ditto, expressly adapted for taking positive pictures 
Ditto ditto ditto both glass and paper 
negatives, from eke ee is es $4 ee 


OMIM mo # 
conocc & 


DO wm bo Ne 
SAQDASW 


ed 


of 8S 68S 
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PHOTOGRAPHIC PAPER. 


Turner’s paper, expressly manufactured for photographic purposes : 


For positive pictures, per quire... ibe sg eee 6 

_ Negative ditto ditto wut ves a RT BQ 
Whatman’s paper, positive ditto wba se aie we 6 
Ditto ditto, negative, ditto 0:4 0 
Canson Frére’s positive ditto rn ike dee PPT ith, O° 
Ditto —_ negative ditto yi sed wi AA, | Sak Hea 
Sandford’s negative and positive, per quire | Os 2.0 
Ditto waxed, ditto 010 0 

Horne and Co’s, positive ditto Ore) 6 

White wove filtering or bibulous paper, iit with ane 
care, and perfectly free from iron, per quire ... ups oth WOE TR 

Todized paper, per dozen .. whe be as vin, OSE 07D 

DAGUERREOTYPE COLOURS, ETC. 

No. 1. Box containing 15 colours, of the finest quality, in 
small bottles, with directions for use, and assortment of 
brushes, silver and gold shell, and elastic bottle sas MARY are 

No. 2. Box containing 12 best colours, with gold and silver | 
shells, and an assortment of brushes ... Re ste Ake Oa 

Redman’s improved daguerreotype colours and box, cnmialiee Bae SER ES 

Mansion’s ditto . ditto £1 1ls.6d. and 210 0 

Separate colours, 2s., 2s. 6d., and 3s. per bottle. 
Camel’s hair brushes, per set of four... a tae one rae 
Ditto per dozen Sates & nae ee ee Oo 
Sable brushes, per set of four 0 2 0 
Ditto _ per dozen : anes 

Elastic bottle for drying or removing dust toni the plates: : 
Small size pet 7 is Pak cee AY : te -- 9 3 0 
Large size al $28 ase svi oat ssi oO 08 

CLAUDET’S PHOTOGRAPHOMETER. 

An instrument for measuring the intensity of the chemical | , 
action of the rays of light on all the photographie pre-. 
parations, and for comparing with each other the sensi- 
tiveness of these preparations. See “London, Edinburgh, 
and Dublin Philosophical Magazine and Journal of Science” 
for November, 1848... 7 ee oe 4 4°79 

Claudet’s focimeter, for ascertaining the difference peal . 
between the optical and chemical foci of lenses a sao ci eerie 310 


C 





CATALOGUE OF 


MOROCCO CASES AND FRAMES. 


a 





ig | 
a 








Fig. 31. Fig. 32. Fig. 33. 

Morocco leather cases, lined with velvet, and fitted with gilt mats and 

glasses, for finished pictures (Fig, 31.) 

Second 
Best. Quality. 

No. 1. for plates 2} in. by 2 in. ... perdoz. £015 0 £0 12 0 
No. 2. ia 34 in. by. 23 in... ... ‘s Li -& Ocelot 
No. 8.0 (ged in byed, ite ap ss 1,16 ;0 1 tee 
No. 4. es 4} in, by 3f in... is 2°29) 1. 3a 
Morocco frames, with suspension rinz, mats, and _ glasses 

for plates. (Fig. 32.) , 
No. 1 size, 24 in. by 2 in, by “xe ... per doz. 0 § 0 
No. 2 size, 33 in. by 2 in. ae es oi ” 015 0 
No. 3 size, 4 in. by 3 in. 4 ce a » 018 0 
No. 4 size, 44 in. by 3% in. ii * ” ae 
Gilt metal mats, either square, oval, or abso: of best 

quality :— 
No. 1 size, 2} in. by 2 in., outside measure... perdoz, ‘0 2 @ 
No. 2 size, 33 in. by 2$ in. i Spe 2 0 28 
No. 3 size, 4 in. by 3 in. ats We 99 0 6 8 
No. 4 size, 43 in. by 5% in. Ne » 0 5 6 

PASSE-PARTOUT, 


White or black ground, with gilt border. (Fig. 33.) 

For pictures of the following sizes, with oval, square, or cushion sights. 
Second quality. Best. 

One-ninth size, 24 in. by 2 in. ... £0 4 0 ...£0 7 O  perdoz. 

One-sixth size, 22 in. by 3}in.... 0 4 6 ... O 8 





0 33 
One-quarter size, 4 in, by 3 in. OF SG@7 2. OF1EL® - 
One-third size, 5 in. by 4 in. ... i DAA ee 
One-half size, 64 in. by 47 in. ... wir kafhTQ = 
Whole size, 84 in. by 63 in. ... 110 0 a 


A great variety of fancy frames in etmelu, Papier Maché, Gutta 
Percha, &c. &c. 





PHOTOGRAPHIC APPARATUS. 
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PURE CHEMICALS AND PREPARATIONS 


FOR 


PHOTOGRAPHIC PURPOSES. 


DAGUERROTYPE, 
Bromine ... sy We digs 1 oz. in stoppered bottle £0 
95 solution ... , es a ap w+. per 02. 
‘f chloride prepared for use © ad idle chads 
Bromide of lime ... a Su per bottle, 3s. 6d. and 
9 of iodine Sak te per 0z. 


Chloro-bromide of lime ... .. per bottle, 3s. 6d. and 
Charcoal, finely prepared for finishing plate .» per packet 


Cotton, wool, best ie te ... peroz., 3d.; per lb. 
Gold, chloride... yas te ... in bottle, 4 drachm 
Ditto oon aan yi i. i & 55 
Ditto MR San Ss pPebaa Ae | RS 
Ditto Sk bes bes Ley es oes 
Gold, salt of (sel @’or) ... oe ‘ee aes per bottle 
Todine, pure re-sublimed Sad ix: al per. 0Z. 
» commercial ae ih AS aay Ps 
» tincture .. 2 tie A ae8 = 
»  chloride.. re Sad sas BN 
Lampblack prepared for fetta ens ae per packet 
Mercury, pure distilled se .-. per oz., 4d.3 per Ib. 
Naphtha, for burning in spirit-lamp ... per pint, ls. 6d. and 
Rottenstone, finely prepared... a ai soe per 02, 

Rouge, finely prepared <u are 2 
Redman’s solution of gold for fixing aa Be per bottle 
- sensitive solution ... ” 


Silver solution (argento cyanide ve pot eee! for electro- 
plating worn-out daguerreotype plates one oo per 02, 
Soda, hyposulphite, pure aaa oven it PROM Lilla Obs oe ca 
Tripoli, fine quality... 3a ids Set wai ee 
Water, distilled ey ie ce Mente i vs» per gal. 


fond 


Doe coON OK WOOF NOK KF DWWwe DAH ACOSO RF 


— SoD 


AMP AACOSESEHEAMRSOSOHSAVTOSOCSOA*RO 


hd 
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CATALOGUE OF PHOTOGRAPIC APPARATUS. 


CALOTYPE AND PHOTOGEN IC. 


Acid acetic, glacial or crystallisable, pure ! peroz. £0 0 
1 gallic A he eet kT AO ae ce 
jp) EROTIC 5 bis Pag ri ele eo 0 5 
Ammonia, pure ... ; ih A ae a) = 0 0 
is muriate, free Bia iron sh wn NN 0 0 
Barium, chloride rae Wit ie by, a AB 0 0 
Iron, protosulphate, pure mis beh vas 1a gh 0. 0 
» per nitrate solution plaid eee eC MU ae 0 0 
>» ammonio-citrate  ... KE aie vp Ss 03% 
» iodide Ain, vale sue AONE Neus ah gg OS 
Potassium, bromide ee soe ie HS pia oe 0 4 
a cyanide ia vas inf ih ')4 ogee 0 0 
He iodide ied ste rsh au abi 0 2 
‘if ferocyanide ... pas ‘se ee bask tag 0 0 
Ks fluoride fl CAMEL ae De ith 0 2 
Silver nitrate, crystallised one np ot Ti 0 5 
»» ammoniacal nitrate NOIR ss Nearly alee iL icin ae tub is | 
se iodide Wed Hp 5 ie Fe 010 
» double iodide, for diiitiing 5b deeieod jhpee pi Aassee “On 
» aceto nitrate ke th. fc settee QO 1 
Soda hyposulphite ie fe ie pie r Ib. aes 0 0 
»  muriate, pure ats ote re sas seg 9 0 0 
Sodium fluoride ae eee eee aes bag oe 0 2 
Sugar of milk bes a a sine fe nee 5 spl 0 0 
White wax ae oy icc ee PEE 1D, See 
GLASS ‘PROCESSES. | 
Acid pyrogallic ... oa eee .- perdrachm OQ 4 
» Sulphuric... 538 it sh oe ..perlb. 0 @ 
Acetic acid, glacial Ae Gn A as. Eas nn 
Arsenious acid ... arg: ee a as Bi aioe A eee 
Collodion YORE Pp aceon St Sa ae 
3 ‘iodized... ae see a3 a; et gp ee 
Ether, sulphuric gia ae 2 ws goo es Ree ae 
Iron proto-sulphate asi Fa 4 fe ake 0 0 
¥ nitrate sol... ee ts see Koes 0 0 
» iodide bee ee Pat hh kee daa 02 
Potass nitrate, powdered ‘db mes a: perlb QO J] 
Silver nitrate, crystallised im 55 ate -.. perroz 0 5 
»  Wdide<¥.... sais we pis aA oes: gy (PO ae 
Soda, hyposulphite 8 Zh per lb. 3s. ,, 0 9 
Phe foregoing prices are subject to variation, 
‘ke 








PANTOSCOPIC SPECTACLES. 


LETTERS 
PATENT. 





SOLD BY HORNE, THORNTHWAITE, AND ‘WOOD, 


121 & 123, NEWGATE STREET, LONDON, 


PRICES OF THE PATENT PANTOSCOPIC SPECTACLES. 


CORRECTLY ADJUSTED TO THE RYE BY SMEE'S OPTOMETER, 


my Bed. 

Best Gold Frames and Pebbles, with Turnpin sides 3 3 0 
Ditto ditto Single sides 215 0 

Best Silver Frames and Pebbles, with Turnpin sides Pra O 
Ditto ditto Single sides a I 6.0 

Best Blue Steel Frames and Pebbles, Turnpin sides 2B 0 
Ditto ditto Single sides Eek O 

Best Blue Steel Frames and Best Glasses, Turnpin sides 018 O 
Ditto ditto Single sides Pa 015 0 

Good Blue Steel Frames and Best Glasses, Turnpin sides 0 9 0 
Ditto ditto Single sides oe. 0 
Tortoiseshell Frames and Best Glasses, Turnpin sides 015 O 
Ditto ditto - Single sides 012 0 

Horn Frames with Best Glasses, Single sides REE Q 


Cataract Spectacles. 

Eye-Preservers of various kinds, from 7s. 6d. to £3 3s, 

Folding Hand-Spectacles and Eye-Glasses to suspend round the neck, 
in Tortoiseshell, Blue Steel, Silver, or Fine Gold, from 6s. to £4s, 4s. 

Single Eye-Glasses in Horn, Shell, Blue Steel, Silver, or Fine Gold, 
from 2s. to £3 3s. 

Reading-Glasses, in a great variety of Mountings, from 5s. to’ 2 Qs, 


OPERA AND RACE GLASSES. 








ADMINISTERING MEDICAL GALVANISM, 
MANUFACTURED BY 
HORNE, THORNTHWAITE, AND WOOD, 
t21 & 123, NEWGATE STREET, LONDON. 


oo in Mahogany Case, complete, with directions, 
£3 3s., £5 5s., and £8 8s, 


THE great superiority of these machines over others previously made, 
consists in the current of electricity passing uniformly in one direction, as 
shown by the arrows in the above diagram. They will be found of the 
greatest advantage in Liver and Nervous Complaints, Rheumatism, 
Sciatica, Tic Doloureux, Paralysis, and a variety of diseases arising Seoul 
an imperfect action of the secretions. 


See “Guide to the Correct Administration of Medical Galvanism,*? by 
J. H. Horne, Surgeon, &c., price 2s. ; by post, 2s, 6d. 




















Fifth Edition, Price 2s. 6d., i 
Ae DHE nD | 


PHOTOGRAPHY. 


CONTAINING SIMPLE AND CONCISE DIRECTIONS FOR OBTAINING 


Views, Purtenits, Kr, 


BY THE ACTION OF LIGHT ON PREPARED SURFACES OF 
PAPER, GLASS, AND METAL, 


INCLUDING THE 


CALOTYPE, DAGUERREOTYPEH, 


AND THE IMPROVED PROCESSES WITH 


COLLODION, ALBUMEN, AND WAXED PAPER. 


BY 


Ww. H. THORNTHWAITHE, 


AUTHOR OF “ PHOTOGENIC MANIPULATION,” ETC. 


GREAT EXHIBITION PRIZE MEDAL 





FOR 


PHOTOGRAPHIC APPARATUS, 


HORNE, THORNTHWAITE, AND WOOD, 
121 & 123, NEWGATE STREET, LONDON. 








q “OPTICAL, Feels: AND PHILOSOPHICAL naa Baer 
| 121 and 123, NEWGATE-STREET, LONDON, 


Third Edition. Price 2s. 6d.; by post, 3s. mi Bh 

_HORNE, THORNTHWAITE, AND WOOD'S Illustrated and 
RB epcative. Catalogue of Chemicals and Apparatus required for the a 
Elucidation of the Chief Branches of Natural Philosophy, compre- — 
hending Chemistry, Meteorology, Heat, Electricity, Magnetism, Galvanis ig 
Electro-Magnetism, Electro- -Metallurgy, Pneumatics, Hydrostatics, 5 9 . 
draulics, Optics, Mathematical, Surveying, and Astronomical Instruments, 
&c., containing upwards of 


FIVE HUNDRED ENGRAVINGS ON WOOD. 




















In 64 pages, price Is.; by post, 1s. 6d. 
ILLUSTRATED BY A ZINC PLATE AND NUMEROUS WOOD-CUTS. 


Dedicated by permission to 
Sir J. F. W. Herscuet, Bart., K.H., M.A., D.C.L., F.R.S., P.R., &., &e. 


' VISION 

: IN HEALTH AND DISEASE; a. 
THE VALUE OF GLASSES FOR ITS RESTORATION, AND — 
3 THE MISCHIEF CAUSED BY THEIR ABUSE: ; ae 


BEING THE SUBSTANCE OF 


_ LECTURES DELIVERED AT THE CENTRAL LONDON 
~ . OPHTHALMIC HOSPITAL, 


BY ALFRED SMEFEF, F-.R. S., 


SURGEON TO THE BANK OF ENGLAND, ETO., ETC. 


poraping a description of Smee’s Optometer, for adapting optical con- a 
an »  trivances for all diseased conditions of Vision. : 






























Those of the public who are afflicted with imperfect vision, would find many yalu- 
able hints in this work, and would, we think, realize a saying both in person and 
pocket by avoiding the empiricism which the trade of an optician is open to, by 
taking as a guide Mr. Smee’s rules in the selection of glasses to suit their vision — 
Bridgewater Times. 














Just published, price 1s.; by post, Is. 6d. 
A LECTURE ON ELECTRO-METALLURGY, 
DELIVERED AT THE BANK OF ENGLAND BY 


ALFRED SMEE, F.R:S. 


Containing the Theory of the Deposition of Metals by Electricity, and 
the practice of Electrotype, Electroplating, Gilding, &c., &e. 


ew hl Be pet rare 

































WORKS PUBLISHED AND ee BY. et ad 
HORNE, THORNTHWATS, AD wooD, . 


naa CH RMAVs AND PHILOSOPHICAL ySTRUMENT MAKERS, 










ie Edition. Price 2s. 6d. re post,’ 
HORNE, THORNTHWAITE, AND WOODS 
: emicals and Apparatus required for the 
_Ceief Branches of, Natural Philosophy, compre- 
iki a istry, Meteorology, Heat, Electricity, Magnetism, Galvanism, 
it Oy Electro-Mainetisn’y Electro-Metallurgy, Pneumatics, Hydrostaties, Hy- 
‘ie Lepeiies, Optics, Mathematical, Surveying, anid Astronomical Instruments, 
Bs eohtaining upwards of 


FIVE HUNDRED ENGRAVINGS, on woop. : 






- 


In 64 pages, price 1s. ;. by mae 1s. 6d. 
yr aneaas BY A ZINC PLATE* AND NUMEROUS woop-cUTS, 


= 
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